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Description: Bracket A Part Number: 647.7810 
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INSPECTION SHEET 


Actual Method of 
Inspection 


Inspection Dwg: 647.7800 Rev: A 


f : Tolerance 
Dimension 


0.090 x 45° 
RO.26 


Drawing 


Dimension 


29 
3.671 
9.463 
100° 
187° 
9.092 
3.332 
7.300 
0397 
2.575 
2.475 
0.400 


Measured by: 
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